2.  Complainant failed to establish that he was discrimi-
nated against in violation of Section 105(c)(l) of the Act.

ORDER

Based on the foregoing facts and conclusions of law I enter
the following order:

The complaint of discrimination filed herein Is dismissed.

Admipixstrative Law Judge
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Mr. Johnnie J. Delgadof 5423 Brookhill, San Antoniof TX  78228
(Certified Mail)

Barrett Industries, Inc.f Mr. Franklin Spradling, Director of
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